Mike Freel P: 608-253-9310 or 800472-8041 
F: 608-253-9320 e: mlfreel@eaton.com 


CONTACT INFORMATION 
Agency: 

POC: 

Address: 

Email: 

Phone: 


Part Number 


0660C060AIEAAAAI 


ASY-0673 


ASY-0529 



State & Local Agencies can buy off of GSA 56 for Disaster Preparedness 


Notes: If inside delivery is required, please advise and a price quotation can be 
provided. Prices include ground freight dock to dock 
within C ONU S locations. Resto cking fee s may a pply for return orders 

Please put GSA Schedule #GS-07F-9460G & Quote Number on order. 


Order Address: Eaton Corporation, Attn: Mike Freel 

_ 8609 Six Forks Road Raleigh. NC 27615 _ 

Payment Address: PO Box 93531 Chicago, IL 60073-3531 



















Eaton Corporation 05/02/11 Quote# MAS502M2 

GSA Schedule 56# GS-07F-9460G Quote expires 06/15/11 
GSA Terms & Conditions Apply Please reference Quote # on your order. 


State of Massachusetts 


Peter Piro 


peter. piro@state.ma. us 


617-983-6634 


Blase Kusterle P: 919-870-3385 
F: 919-870-3191 e: blasejkusterle@eaton.com 


Please fax PO to 608-253-9320 with the following on it: 1 GS-07F-9460G 2. a signature 3. phone 
# 4.The quote# that is in top right hand corner. GSA Schedule:GS-07F-9460G Exp: 02/28/12 


DUNS: 038006110 Cage: 31795 


Fed ID# 34-0196300 Terms: Net 30 



Description 

Cost each 

Total 


Eaton: 9170+ 6-Slot Enclosure (9kVA max); 208-240 Volt in put, 208-240 / 120 

$1,538.00 

$ 1,538.00 


Split-Phase Power Module; 3kVA Each; Housed in UPS Enclosure; Dimensions 

$1,065.00 

$ 3,195.00 


Battery Module for 9170+; 2 Batteries per string, Dimensions - 4.23"H x 

$189.00 

$ 1,134.00 
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TOTAL: 


5,867.00 


FAX Orders to: 608-565-6046 


Folk OIG PRR 003357 










































